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3.125 (a) 

FACILniES, GENERAL 

Some of the lower horizontal metal poles in the bear (ten have advanced (teteriorating rusi artJ are no tenger 
Slruclurall/ 5flijnd. TTiese PQle^ servig th^ lower attachment ql the enclosure chgin link. 

The chain link roof in paniher enclosure i 2 (from left side) also has advanced rtetefiofaling rust and may not be 
siruciu rally sound. Artdiiidnally, some of iHpO U nails in the paniher enclosures ere else rusty. These nails also attach 
the hog panels to the wtjod frames ol the enclo^res. 

Inspect all melal eutiacas &. fastanar s arKi remova or replace dalerierating ruel so lhaJ all enclosures are structurally 
sound and capable of containing Ihe animals. 

Ccrred by Jutw 30, 2016 

3.130 
WATERING. 

The bear's drinking water currently consists ol a large man matte concrete pool This water in this pool has a milky- 
green colgr. 

All water receptacles shall be kept dean and sanitary at alll times. Consider utilising another smaller water receplade 
which may bo eesief lo memtein clean. 

Correct by June 10. S015 

3.131 W 
SANITATION, 

Rodent dropping were cbserved on the lood prep area floor and floor in back area behind the stage 

A sale and affective past control program shall bo Implamanlad a malntamod In thaso araas to reduced the pasts. A 
better cleaning of these areas may facilitate the eradicatten of rodents. 
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The exit interview was conducted with the Animal Cane & WetJicaJ Manager 
Molai 

OriB Dpo&guiTi £ 1 liad^hag wafe and ilvareroi'e rni in^iuacted 
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